« Gerstlauer Tanzender Pavillon 


Dancing Pavilion 


Der tanzende Pavillon - wer denkt dabei nicht 

an die gute alte Zeit und trotzdem, oder gerade 
deswegen, ein aufregondos Fahrvergnügen für 
die ganze Familie. 

Eine besonders schöne Ausführung des tanzenden 
Pavillon steht in Haßloch, Deutschland 


Technische Dateı 


Plattform mit Stufen: 

Durchmesser: 11,30 m 
Maximale Höhe: - 8,80m 
Schwenkdurchmesser: 13,80 m 
Max. Schwenkhähe: - 3,170m 
Kapazität: 32 Sitzbänke a 3 Pers. 

= 96 Pers,/Tour 
Anschlußwert: Kraft: =65 kW 
Licht: -50 kW 


Der tanzende Pavillon ist auch in einer höheren 
Ausführung erhältlich: max. Höhe 12,0m, max. 
Schwenkhöhe 7,0m 


Gerstlauer Elektro GmbH 
Amusement Rides 
Industriestraße 17 
D-86505 Münsterhausen 
Tel. (49) 8281-9968-0 
Fax (49) 8281-99 68-33 
www.gerstlauer-rides.de 
info@gerstlauer-rides.de 


The Daneing Pavilion- the family oriented ride with a 
very special magic. It will inevitably raise pleasing 
images of "the good old times“, perhaps of dainty 
women wearing long lacy dresses carrying parasols, 
being accompanied by cavaliers with a boater and 
twirling a cane, strolling along with music floating ] 
through the air. This ride will let its riders forget all 
problems for just a little while, dreaming of "tho 
good old times“ as they imagine it 

A beautiful version of the attraction can be seen at 
"Holiday Park” in Hafßloch, Germany 
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Technical Data: 


Platform with steps: 
diameter: -11,30 m r 


Max. height: - 8,80 m 
Swing diameter: -13,80 m 
Max. swing height - 3,70m 


Capacity: 32 seats appr, 3 persons 
-35 persons/tour 
Connected load: power: -85 kW 


Lighting: -50 kW 


The Dancing Pavilion is also available in a higher 
version - with a maximum height of approximately 
12.0 meters and a swing height of approximately 
7.0 meters 


